xi 


List of tables 


Table 1 

MICB hardware list... setur ateen ieee cee ee 10 
Table 2 

MICB installation card slots in different PE modules ............. 25 
Table 3 

Environmental requirements ............ 00... 0.002. e eee eee 28 
Table 4 

MICB power requirements ............ 0.0.0... eee ee eee eee 28 
Table 5 

Voice signal level specifications ................ 00.0000 000005 29 
Table 6 

Initial screen showing the current MICB configuration status ...... 32 
Table 7 

VOICE: Script MNES... opone swat eee Suet eo oie oe Ae ele 47 
Table 8 

Event script filés (oes ee SER eae $e See siete dee 48 
Table 9 

Tone specification: sissa Sas Ga od See eS eae oe eee 53 
Table 10 

Conference commands ......... 00... eee eee cee ences 75 
Table 11 

Defines an ACD data block ............. 0.00.00 runer 97 
Table 12 

Configuring the MICB Control DNs using LD 23................. 98 


Meridian Integrated Conference Bridge Description, installation, administration, and maintenance 


xii List of tables 


Table 13 
Configuring MICB ports as digital sets using LD 11 ............. 99 
Table 14 
Conference commands ........ suesue cece eee eee nee 102 
Table 15 
MICB self-test sequence ........... 0... eee eee eee 105 
Table 16 
Commands to enable/disable MICB channels ................... 106 
Table 17 
MICB equipment problems .................. 0.00000 eee eee 107 
Table 18 
A0660348 Maintenance cable ......... 0.0... eee eee eee 113 
Table 19 
MMLerror-messages: 25.6 orea nekan kaaa beable ba ab ula 8 bas 114 
Table 20 
MICB environmental specifications .................. 00.0000. 120 
Table 21 
Safety regulations ...... 0.0.00... 0c eee 121 
Table 22 
Electro-Magnetic Emissions .......... 0.0. e eee ee eee eee eee 122 
Table 23 
Electro-Magnetic Immunity .................... 00000. e ee eee 123 


553-3001-102 1.00 June 1997 


